APPENDIX C:  Canadian Seismograph
Network

The Canadian Seismograph Network consists of standard sta-
tions, regional stations, and a number of specialized in-
stallations.  The objectives for operating the network are
threefold:  (1) to document the seismicity and seismotec-
tonics of Canada; (2) to provide information on a global
basis; (3) to provide information that can be used for dis-
crimination research.

The locations of the standard and regional stations are
shown in Figure C.I.  The 19 standard stations consist of
three short-period (SP) and three long-period (LP) instru-
ments that record in analog format.  The seismograms are
copied on film (35 mm) and are available to all investi-
gators through World Data Center A (WDCA).  The regional
stations are used to supplement the standard network in
regions of high seismicity and for special studies.  Most
regional stations visually record a single SP vertical
component and, in a few cases, .three SP components.  The
numbers, locations, and lifetime of the regional stations
will vary.

The operational and proposed stations in eastern Canada
are shown in Figure C.2.  Nine telemetered digital stations
are in operation at Manicouagan, Maniwaki, Gentilly, Mon-
treal r Fitzroy Harbour, Ottawa, and La Grande (3), near
James Bay.  These stations have a dynamic range of 100 dB
and are linked to a minicomputer system in Ottawa.  Prog-
ress will be in upgrading software and increasing the
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